This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an crder to cease and desist and to be subject to p^alties as provided for in Section 2li 
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1 3. REPORTING FAClUTY ( Ust all (ocations where animals were housed or used in actual research, testing, or experlmentatlOT, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS ( SKes ) • See Atached Usting 




A. 

Animals Covered 

By The Animal 
Welfare Regulatfone 

B. Number of animal 
being brad, 
conditioned, or 
held for use in 
leaching, testing, 
experiments, 
research, or 
surgery but not yc 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
paln-reJieving 
drugs. 

Dw Nuniber of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
acconqpanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranqujlizing drugs were 
used. 

E. Numbqr of animals upon which leaching, eiqferiments. 
ressaroh, surgery or tests wars conducted involving 
accompanying pain or distreas to the animais and for wh 
the use of appropifate anesthetic, analgesic, or tranquilii 
drugs would have adversely affected the procedures, res 
or Interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasi 
such dnigs were not used must tw attached to this report 
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TOTAL NUMBER 
OF ANIMALS 
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12. Other Farm Animals 
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I ASSURANCE STATEMEI^ 


Boysming the are, trMtment, and use of animals, inctuding appropriate use of anesiede, anaigesic. and iranquilizing drugs, prior to, during, and foilowmg actual rest 

leacfung, testing, surgery, or experimentation were forrowed by this research facility. *• w yai.(uo. i(;» 

2) Each principal investigator has considered aJlematives to painful procedures. 


3) 


This facftity is adhertrg to the standards and reaulatlons under the Act, and it has required that excepUons to the standards and regulaUons be specified 
Institutional Animal Care and Use Committee (tACUCJ. A sunrmiary of all such exceptlana is attached to this annual report. In addition to identityino 
oref explanation of the exceptions, as well as the species and number of animals affected. 


and explained by the principal investigator and ap 
the lACUC^approved exceptions, this summary inc 


Jl) The attending veterinarian for tins research facility has appropriate authonty to ensute the provision of adequate vetertnary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Offioial ) 



I NAMEl TITLE OF C.E.O. OR INSTITUTIONAL OFFICUU. f riroe orPWhf 1 


{AUG 91 ) 


obsolete.) 



I DATE SIGNED 



NOV I 3 2008 




















